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Khan, Annie (DPH) 


From: Szulborski, Mary (SUF) 

Sent: Friday, December 30, 2011 10.25 AM 

To: Khan, Annie (DPH) 

Subject: FW: Drug Analysis Certificates! 
Please add to that request this cert numberl 



■ again thanks 


From: Szulborski, Maty (SUF) 

Sent: Friday, December 30, 2011 102^^ 

To: Khan, Annie (DPH) 

Subject: Drug Analysis Certificates 


Subject: Drug --___ ^ ^ certs? 

Hello. Could you email me the entire chemist packe 


Thanks 


Corbett email PRR 015917 






The Commonwealth of Massachusetts 

Executive Office of Health and Hu ma n S ervices 


Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 

GOVERNOR 

TIMOTHY P. MURRAY 
lieutenant governor 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


BUREAU OF LABORATORY SCIENCES 


January 10, 2012 


ADA Mary Szulborski 
Suffolk Coun tv District Attorney's Office 
Re: Samples| 



Dear ADA Szulborski: 

Enclosed are copies of the information you requested for the above mentioned samples: 

1) Drug Receipts 

2) Evidence Control Cards with hand-written notations 

3) Drug Powder Analysis Forms with hand-written notations 

4) GC/MS confirmatory data 

Annie Dookhan was the prima ry/custodiai chemist and perfo rmed preliminary testing 
and net weight calculations Kate Corbett was the 

confirmatory chemist and analyzed th^GC/M^dat^oi^hese samples. 1 was the 
primary/custodial chemist for samples^^^^^^^^^^H and Annie Dookhan was 
the confirmatory chemist for them. 

if you have any further questions, please do not hesitate to call me at either 617-983- 
6632 or 617-983-6689. 



Delia Saunders 
Chemist Hi 
William A. Hinton 
State Laboratory Institute 
305 South Street 
Jamaica Plain, MA. 02130 

Cc, ASD, KAC 
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To be completed by ECU personnel only 


Name and Rank of Submitting Officer 


Received by 


BPD Form 0038-BIS-090V (prev, 1753) 








Date Analyzed:,, 


City: Boston D.C.U, Police Dept 
Officer: P.O. Diana Lopez 


DCM V 


Amount- 

No. Cont: 1 Cont: pb 

Date Rec'd: 12/03/2010 
Gross Wt.: 1.53 


Prelim: COCOawl© Findings: 


Subst.SUB 

No. Analyzed: 

Net Weight: £>.0'? 

# Tests, _ /■> 



gmc 

\.iaX- 


Date Analyzed: 

City: Boston D.C.U. Police Dept. 

Officer: P.O. Diana Lopez 


r>b>|0 


Amount: 

No. Cont: 22 Cont: pb 

Date Rec'd: 12/03/2010 
Gross Wt,: 4.45 


Subst: SUB 

No. Analyzed: 

Net Weight: t-SSf 


# Tests 


\ 3 


Prelim: c O(Av.mi©) Findings: 


Corbett email PRR 015920 







PHYSICAL DESCRIPTION: 


Gross Wt ( ): o , \ 




V'A ^ 

V 


Gross Wt { ) 

Pkg.Wf 


Net Wt 


O . 0^k>% 


PRELIMINARY TESTS 
Spot Tests 


Mlcrocrvstalllne Tests 


Cobalt 
Thiocyanate 1 


Gold 

Chloride 


Marquis 


TLTA 


Froehde's 


OTHER TESTS 



PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


DATE x'Lj- j. l o 


MS 

OPERATOR 


\<^6 


DATE vi-2 X'lO 


Revised 7/2005 
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SAMPLE # 



No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wt 




PHYSICAL DESCRIPTION: 

V(f_ ^UvN5A<A 

N'N 


Gross Wt (lx): 

Gross Wt (3 ): Q.X^fr2- 

Pkg. Wt: _ 

Net Wt: 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

^ Thiocyanate -(_ 

^ Marquis —> 

3 Froehde's_ 

3 Mecke's 


Microcrvstalline Tests 
Gold 

3 Chloride -V- _ 

Z TLTA ( -) -V _ 

OTHER TESTS 


PBELjMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 

RESULTS CQCUAO, _ RESULTS C-OCCi^\r> 

DATE \ r L- 7~\— CO MS 

OPERATOR _ 

DATE tZ-xa-^Q 

Revised 7/2005 
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Area Percent / Library Search Report 



Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12__21__10\762153.D 

Operator : ASD/KAC 

Date Acquired : 22 Dec 2010 1:17 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMe t h: DRUGS 

Integrator : RTE 



***N0 INTEGRATED PEAKS* * * 


762153.D Thu Jan 05 10:03:50 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F : \Q4-2Q10\SYSTEM4\12_ 
ASD/KAC 

22 Dec 2010 1:31 

COCAINE STD 
ASD 
54 

DRUGS 

RTE 


21 10\762154.D 


TIC: 762154.D 

4]73 

10000001 ! 

1 

5000001 ; 


0 : • ■■ ■ ■ 

Time-> 2.00 2.50 3.00 

3.50 4.00 4.50 5.00 

5.50 

"6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area 

% 

Ratio % 

4.726 

1830218 

100. 

00 

100.00 


Abundance 

j 

\ 1500000 : 


762154.D 


Thu Jan 05 10:03:54 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F : \Q4 - 2010\SYSTEM4\ 12_21__10\762154 ,D 
ASD/KAC 

22 Dec 2010 1:31 

COCAINE STD 
ASD 
54 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C : \DATABASE\PMW__TOX2 . L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


1 4.73 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


82 


Average of 4.705 to 4794 min.: 702T54.D (-) 


80: 


182 


60' 


40: 


20 ^ 


42 


51 


94 


105 


68 


169 , 


122 

.113 


0 ^1.. jMWfCl , 

m/z-> 40 50 60 70 80 90 100 110 120 130 


135 


152 166 


198 272 

208 222 242 254 I 281 


303 


Abundance 


80 


60: 


140 150 160 170 18CM90 200 210 220 2$0 240^50 260 270 280 2^0 300 
#29. COCAINE 


82 


182 


40: 


20: 


42 


51 


94 


105 


68 


0 . 


122 


135 152 166 


198 


214222 244 259 


272 


303 


m/z~> 40 50 60 70 80 90 100 110 1 


IL. . H4 . .„.,, TT .. l ..... ... , ... .... 

io 130 140 150 160 170 180 190 260 210 220 230 240 250 260 270 280 290 300 


762154 , D 


Thu Jan 05 10:03:54 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_21_10\762164.D 
ASD/KAC 

22 Dec 2010 3:47 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance 

2500: 


2000 : 


TIC: 76216'!.D 


1500 ; 


1000 


500 



i OCl ••ililiw&wflip?).* , Hi I • , . i-v-i-t > . , :. I ■ i-’ . . > ■ ■; T . .• _ 

time-> 2.00 2.^0 3,b0 3.50 4.00 4.50_ 5.00 5.50 6.00 6.50 7.00 7 50 8.00 8.50 9.00 9.o0 


Ret, Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


762164.D Thu Jan 05 10:04:08 2012 Page 1 
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Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

: F : \ Q4-2 010\SYSTEM4\12_21__10\7 62165 . D 
ASD/KAC 

22 Dec 2010 . 4:01 


ASD 
65 

DRUGS 

RTE 


Abundance 
| 3000000! 

i ! 

2500000 

2000000 ; 

I 1500000I 

I 1000000 

500000 

2.01>.25 3 - 95 

O'- ' .. ; . .i— 

fTime~> 2.00 2.50 3.00 3.50 4.00 


T1CTT62165TD 

4:73 


! 


4.50 5.00 5.50 6.00' 6.50 ,'.00 


I 


7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area 


Area % Ratio % 


2.012 
2.245 
3.948 
4.731 


268626 6.62 7.75 

128984 3.18 3.72 

194135 4.78 5.60 

3467166 85.42 100.00 


762165.D Thu Jan 05 10:04:12 2012 


Page 1 
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Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired- 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM4\12 
ASD/KAC 

22 Dec 2010 4:01 


21 10\762165.D 


ASD 

65 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

2.01 

C:\DATABASE\PMWJTOX2.L 





Cocaine-M/artifact -H20 

000000-00-0 

97 



Metipranolol-M/artifact AC 

000000-00-0 

38 



MDA-M {desmethylenyl-methyl-) 

ME @ 000000-00-0 

28 


Abundance 


80 


1$2 

i 


Average of 1.98616 2.086 rriin.: 762165.Df) 


60: 


40 


42 


20 : 


82 


181 


122 



: 57 

94 ! 

106 

138 

166 

!; 193 207 






429 


J i '1, 69 ill 

‘ i: *: 11 

: j 


267 

281 

325 

341 

355 

m/z--> 

0 : 1—T-v-r- 1 — r .= •—■ 

40 60 60 

160' 120 

140 

160 

180^200 220 

240260 

280 

300 320 

340 

360 

380 400 420 


Abundance 


80! 


#3574: Cocaine-Mfarlifact -H20 


P753 


152 


60 i 


40 


20 ; 


181 


82 


122 


94 


106 M 


138 

: 166 

j’; i 

o 

160 


: m/z „> 40 60 80 100 120 '40 160 180 200 220 240 260 280 300 320 340 360 380 400 420 

Thu Jan 05 10:04:13 2012 Page 2 


762165-D 
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Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

: F:\Q4-2010\SYSTEM4\12 
: ASD/KAC 

22 Dec 2010 4:01 


21 10\762165.D 


ASD 
65 

DRUGS 

RTE 


Search Libraries 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 

CAS# Qual 

2 

2.25 

C:\DATABASE\PMW_T0X2 . L 

Cocaine-M (methylecgonine) 

Cocaine-M (methylecgonine) AC 
Cocaine 

007143-09-1 97 
000000-00-0 40 
000050-36-2 38 

Abundance 


Average of 2.20816 2 282 min.: 762165.D (-) 

82 

j 

i 80 


96 

| 

60 


!; ! 

i 

i 

40 

42 

1 

! 

20 

0 

; 55 

j 68 

40 50 60 70 

119 168 199 

140 jr.* 182 i 

126 ' , ; S ? 249 

80 90 lOOl 10 120 130 140 150160 1701801902002102202302402501 

265 281 325 341 

260 270 280 290 3i)0 310 320380 3^0 

Abundance 


Cocaine-M (methylecgonine) "P852 

82 


80 




: 60 


; 96 


40 




20 


199 

fell 168 

! h; 112 140 155 j 182 



m/z~> 40 SO 60 70' 80 90 100110 120130140150160170180190200210220280240250260270280290300310320330340 

762165.D Thu Jan 05 10:04:13 2012 Page 3 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM4\12 

ASD/KAC 

22 Dec 2010 4:01 


ASD 

65 

DRUGS 

RTE 


21 10\762165.D 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


3.95 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 


98 

98 

97 


Abundance 


Average of 3.922Tb 4.049 min’: 762165.D {-) 
148 


80 


204 


60i 


73 


40: 


101 


121 

i 


20 

51 

63 

;| 89 ; 

i ! I 

1 j 


41! j 

i j . 

L !> -J ;/• 

;! : .131 

0 



i.i j '!.! , 

... .qi: i . ...... — 

> 

40 

60 

80 100 

120 140 


176 

158 191 


254 267 282 


341 355 


Abundance 


80 


60 : 


#84039: (rnTdazoP.t-bjlhiazole, 273’,5,64elraliydro-6’-pfTenyl- 

2Q4 

148 


40: 


73 


101 


20 : 


m/z--> 


40 


51 63 

6o 


89 


80 


127 


100 


117 

, i 

120 


137 

140 


176 


158 


189 


160 180 200 220 240 260 280 300 320 340 


762165.D Thu Jan 05 10:04:14 2012 Page 4 
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Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

i F:\Q4-2010\SYSTEM4\12 
: ASD/KAC 

; 22 Dec 2010 4:01 


21 10\762165.D 


ASD 

65 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


4.73 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


80, 


82 


Average604.704 (6 4.800 min.: 762185.D (-) 


182 


60, 


94 


40 




1 



20 

42 


| :j 

i ; i 

| I i 


303 

0 


55 68 

! j 

[ i 122 

: 1,08 j 135 152 166 :j 

198 

272 

214 230242 259 j 288 

40 

60 

8b’ 

100 120' 140 160 180 

200 

220 240 260 280 300 

Abundance 



82 



» 29 : COCAINE 


430 


80: 


60: 


40 


182 


94 


20 


42 


55 68 ! 


0 . 


L„ 122 

106 135 152 166 


198 

S 214 244 259 


272 


303 


m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 

762165.D Thu Jan 05 10:04:15 2012 Page 5 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\12_21_10\762166.D 

ASD/KAC 

22 Dec 2010 4:15 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance 
I 25001 
2000 

1500 

10001 

1 i 

500; J 


TIC: 762166.0 


Time-> ° 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 _ 6.50 7.00 7.50 8.00 8.50 9.00 9.50 





Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


762166.D Thu Jan 05 10:04:21 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2010\SYSTEM4\12_21_10\762167 . D 
ASD/KAC 

22 Dec 2010 4:28 


ASD 

67 

DRUGS 

RTE 


Abundance TIC: 762167.D 

4174 

3000000 ! 

j | 

2000000 | 


2000000 : 
1500000; 
•ooooon 


500000: 

! 2.02?,25 

ij 

3.95 jj 


; 

Time--> 2.00 2.50 

3.00 3.1)0 4.00 4.50 5.00 5.50 6.00 

6.50 ' 7.b0 7.50 ’ ’ 8.00 8.50 9.00 9.50 j 

Ret. Time 

Area 

Area % 

Ratio % 

2.018 

251770 

5.56 

6.45 

2.250 

136910 

3.02 

3.51 

3.948 

238090 

5.26 

6.10 

4.736 

3902136 

86.16 

100.00 


762167.D Thu Jan 05 10:04:24 2012 


Page 1 


Corbett email PRR 015934 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_21_10 

ASD/KAC 

22 Dec 2010 4:28 

BIO -14199-1 
ASD 
67 

DRUGS 

RTE 


\762167.D 


Search Libraries: C:\DATABASE\SLI.L 


Minimum 

Quality 

: 90 




C:\DATABASE\PMW TOX2.L 

C : \DATABASE\NIST98.L 


Minimum 

Quality 

: 90 

PK# 

RT 


Library/ID 


CAS# 


Qual 

1 

2.02 


C:\DATABASE\PMW TOX2.L 








Cocaine- 

M/artifact -H20 


000000 

-00-0 

96 




Metipranolol-M/artifact AC 


000000 

-00-0 

32 




Acenaphthylene 


000208 

-96-8 

9 

Abundance 



Average of 1.986 id 27086 nhin.: 762167.D (-) 

1^2 




8 °l 









60 









40- 









42 




181 





20 


82 

122 







57 


94 ,j -(38 

106 j 'f 

166 | 





: o ; . 3-!- 

m/z--> 40 

1 69 


' i: ! -! j ] j 

! 1 194 209 237 267 

282295 

326 342 355 

, , .. t 

430 

60 

80 

100 120 140 

160 180 200 220 240 260 

2^0 3b0 

320 340 360 

380 400 

420 

Abundance 



¥3574: Cocame-M/artifact -H20 

152 

i 

P753 




80: 









60 









! 40 




181 





! 20 


82 

122 









94 106 ;; 138 f 

166 | 





0 ; 

m/z~> 40 

60 

80 

100 120 140 

100 180 200 220 240 260 

280 300 

320 340 360 

380 400 

420 

762167 , D 


Thu Jan 05 10:04:25 2012 


Page 

2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 010\SYSTEM4\12__21__10\762167 .D 
ASD/KAC 



ASD 

67 


DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


2 2.25 C:\DATABASE\PMW_T0X2.L 

Cocaine-M (methylecgonine) 
Cocaine-M (methylecgonine) AC 
Selegiline-M (H0-) 


007143-09-1 93 
000000-00-0 40 
000000-00-0 9 


Abundance 

82 

Average ot2.213to‘2.2871™.: 76216T.D {J 

80; 

I 96 


60 

1 



40- 
: 42 



20 i 

55 

;! 

! j 





.1.0- 

__ 'T : 

o 

; es 

: j 

r 112 
| 124 

140 

168 199 

-155 182 j 281 

133 j. 251 267 


tn !z-> 

60 

sb 

100 120 

140 

160 180 200 220 240 260 260 

300 

Abundance 


82 



W67: Cocaine-MImelliylecgonine) 

P’8’52 


80- 








60; 



96 





40- 








20 - 



' 112 

140 

199 

168 ; 

155 : 182 ; 


m/z~> 

0 , 
40 

60 

80 

ibo 120 

140 

160 180 200 220 240 260 280 

300 


325 341 356 385 415 429 

320 340 360 380 400 420 


320 340 360 380 400 420 


762167.D Thu Jan 05 10:04:26 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data Pile: 

F:\Q4-2010\SYSTEM4\12_21_10\762167.D 
ASD/KAC 

22 Dec 2010 4:28 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

67 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASB\PMW_TOX2.L 
C:\DATABASE\NIST9 8.L 

PK# RT Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


3.95 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 


98 

98 

97 


Abundance 


80i 


AveTage6037927 to 4.033 tnin : 76216,' D <-) 
148 


204 


60 : 


40 


20 


: 41 j 


73 


51 89 

63 ; : 


101 


121 


0: 


111I. 


131 


176 


158 


188 


m / z „> .10 60 80 100 120 140 160 ISO 20C 220 240 

Abundance 


267 281 339 355 

260 280 300 55o 340 


#840397 TiTiidazof2,1 -blthiazoTe; 2,3,5,64etrahydr6-'6 : phenyl- 
2Q4 

148 


80- 


60 


40 : 


20 


73 


101 


127 


51 63 


89 


117 


176 


j, 137 . 158 


189 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


762167.D 


Thu Jan 05 10:04:26 2012 


Page 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12_21_10\762167.D 

Operator : ASD/KAC 

Date Acquired : 22 Dec 2010 4:28 

Sample Name : BM5BSHBIB 

Submitted by : ASD 

Vial Number : 67 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


4 4.74 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2 010\SYSTEM4\12_21_10\762168.D 
ASD/KAC 

22 Dec 2010 4:42 


ASD 

68 

DRUGS 

RTE 


Abundance 

3000000 

| 

2500000 
2000000 
1500000i 

ioooooo: 


500000! 


j: 



i 

| 2.0t?.25 

3.95 

i; 






j: 



! 

;Time«> 2 00 2.50 

3.00 3.50 4 00 

4.50 

5.00 5.50 

6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 j 

Ret. Time 


Area 

Area 

% 

Ratio % 


2.013 

344616 

8.05 

9.89 

2.245 

199851 

4.67 

5.73 

3.948 

250428 

5.85 

7.19 

4.731 

3485151 

81.43 

100.00 


TIC: 762168.D 

4j73 

i 

| 


762168.D 


Thu Jan 05 10:04:31 2012 


Page 1 


Corbett email PRR 015939 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name : MflMS 

Submitted by : ASD 

Vial Number : 68 

AcquisitionMeth: DRUGS 
Integrator : RTE 


F : \Q4-2010\SYSTEM4\12__21_10\762168 .D 
ASD/KAC 

22 Dec 2010 4:42 


Search Libraries: C:\DATABASE\SLI.L 


Minimum 

Quality: 90 




C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST9 8 .L 


Minimum 

Quality: 90 

PK# 

RT 


Library/ID 


CAS# 

Qual 

1 

2.01 


C : \ DATABASE'S, PMW TOX2 . L 







Cocaine-M/artifact -H20 


000000 

-00-0 96 




Metipranolol-M/artifact AC 


000000 

-00-0 38 




Acenaphthylene 


000208 

-96-8 9 

Abundance 



Average of 1.986 to~27076 min. :762168.0 (-) 
152 


.-.-j 

j 80 






i 

i 60 







40 

42 

82 

181 




i 20 


122 ! ! 



; 


| 57 


94 106 ; 138 166 




0 

m/z—> 

1 69 


'| I I j 193 209 249 265 

281 

325 341 355 

429 ; 

40 60 

80 

10 cT 120 140 160 180 260 220 240 260 

280 300 

320 340 360 

380 400 420 j 

Abundance 



7/3574: Cocaine-M/artifacF4T20 

P753 





152 




80 







60 







40 



i 181 




20 

82 

122 i 







94 106 i 138 ; | 




0 

m/z—> 

40 60 

80 

100 120 140 160 180 200 22C 240 260 

280 300 

320 340 360 

360 400 420 

762168 .D 


Thu Jan 05 10:04:32 2012 


Page 

2 


Corbett email PRR 015940 























Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Q4-2010\SYSTEM4\12_21_10\762168.D 
ASD/KAC 

22 Dec 2010 4:42 


ASD 

68 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


2.25 


Methylecgonine 

007143-09-1 

97 

Ecgonine methyl ester 

106293-60-1 

97 

Methylecgonine 

007143-09-1 

96 


Abundance 


80: 


82 


Average of 2.208 fo 21282 min : 762168.17 (-) 


96 


60 S 

40 i 
; 42 

: S 

20- I 55 

; | I 68 

o. y.!■—r—: 1:,, :■ 


112 


124 


140152 168 182 199 


221 249 267 282 


325 341 355 


415 ' 


tn/z-> 40 60 80 100 120 140 160_180 


3 200 2^0 240 26 6 280 ' 360 320 3^0 360. 360 j6o 


Abundance 


80 1 


#32602 Wethylecgonine 


82 


60; 


96 


401 


: 42 


201 


0 . 


55 


68 


112 


140 1W 168 182 
; -|24 188 


199 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 

762168.D Thu Jan 05 10:04:33 2012 Page 3 


Corbett email PRR 015941 























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\12_21_10\762168.D 

ASD/KAC 

2^Dec^Hm) 4:42 

ASD 

68 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 


CAS# 

Qual 

3 

3.95 

C:\DATABASE\NIST98.L 






Imidazo[2,1-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 



Imidazo [ 2 ,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

97 


Abundance 


Average OT37927 16 4.033 min : 762168.D (-) 
148 


80 


60 : 


40 


20 . 51 


: 41 


0 ’ 


204 


73 


101 

t 


121 


51 

89 


63 


111 : 


131 


176 

158 191 


251 267 


281 


325 341 355 


A84039: lmidazo[2,1 -bJIRiazole, 2,3,5,6-teirahydro-6-phcnyl- 

204 


m/z-> 40 60 80 _ 100 120 140 160 180 260 220 240 280 280 300 320 340 

Abundance 

148 

80; 

60 1 


40. 


20 ; 


73 


101 


127 


51 63 


89 


O' 


117 


m/z—> 40 60 


176 

137 158 J 189.. ( ..... 

S'O 100 120 140 160 180 200 220 240 260 280 300 320 340 


762168 . D 


Thu Jan 05 10:04:34 2012 


Page 4 


Corbett email PRR 015942 























Area Percent / Library Search Report 


Information 
File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


from Data File: 

: F:\Q4-2010\SYSTEM4\12 

: ASD/KAC 

22 Dec 2010 4:42 


21 10\762168.D 


ASD 

68 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.73 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


AEuridance 


80 : 


60 


82 


Average of4.705 to 4T8T0 min.: 762168.D (-) 


182 


94 


40] 


20 ; 42 

] ; 1 

i 55 68 

1 I 1 

0 -7 Ll .7^ 

_ 2 _ . , r 


303 


122 


198 272 

214 230 243 258 288 


341 355 


416 


m/z-> 40 60 


Abundance 


80 


60 


40 


80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


#29~fC7TCAINF. 


82 


182 


94 


20 


0 


42 


55 68 


108 


122 


135 152 166 


198 


214 244 259 


272 


303 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 

762168.D Thu Jan 05 10:04:34 2012 Page 5 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM4\12_21_10\762169 ,D 
ASD/KAC 

22 Dec 2010 4:55 


ASD 

69 

DRUGS 

RTE 


Abundance 

3500000 

3000000 


2500000 


2000000 


1500000 


1000000 


500000 

2.Of.24 3-95 

0 

*! .* 

u 

Iime~> 

2.00 2.50 3.b0 3.50 4.00 


TIC' 762169.D 


4(74 


3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


2.012 
2.245 
3 . 948 
4.736 


364295 7.07 8.50 

221615 4.30 5.17 

283989 5.51 6.63 

4285497 83.13 100.00 


762169.D 


Thu Jan 05 10:04:39 2012 


Page 1 


Corbett email PRR 015944 










Area Percent / Library Search Report 


Information 
Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM4\12 
ASD/KAC 

22 Dec 2010 4:55 


21 10\762169.D 


ASD 

69 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.01 

C:\DATABASE\PM W TOX2.L 




Cocaine-M/artifact -H20 

000000-00-0 96 



Metipranolol-M/artifact AC 

000000-00-0 38 



MDA-M (desmethylenyl-methyl-) 

ME @ 000000-00-0 37 


Abundance 


152 


Average of 1 986 to 2.086 min.: 762169.DTT 


80 


60 : 


401 


42 


20 


57 


82 

1 94 


122 


181 


106 


138 166 


69 

m/z~> 40 60 80 100 120 140 


t 193 208 267 283 306 341 355 _429; 

1^0 180 200 220 240 2^0 280 300 320 346 360 380 400 420 | 


Abundance 


#3574: Cocaine-M/adifacf -H20 


P753 


152 


80 


60 


40 


20 


82 


181 


122 


94 


106 


138 

166 

f ! 

140 

160 


m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


762169.D Thu Jan 05 10:04:40 2012 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\12_21_10\762169.D 
ASD/KAC 

22 Dec 2010 4:55 

ASD 

69 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


2.24 C:\DATABASE\PMW_TOX2.L 

Cocaine-M (methylecgonine) 
Tilidine-M (nor-) 
Selegiline-M (nor-HO-) 2AC 


007143-09-1 96 
038677-94-0 9 
000000-00-0 9 


Abundance 


82 


Average of~2.213"to 2.282 rfiin.: 762T6FD (-) 


80 


60 


96 


m/z-> 


40 : 

; 42 

i ; 

20 i ; 55 

68 


112 


126 140 155 182 j 212 249 267281 


168 199 


341 357 


429! 


40 60 80 100 120 ' 140 160 180 200 2jb 240 260 2&> 300320 340 160 3$0 400 420 


Abundance 


80 : 


60 i 


82 


96 


"#467; Cocaine-M (niclhyiecgonino) P852 


40; 


20; 


0 

m/z--> 40 


199 


119 168 

140 155 ; 182 


60 80 100 120 140 l60 1&) 200 220 240 2^0 280 300 320 340 360 380 400 420 


762169 .D 


Thu Jan 05 10:04:40 2012 


Page 3 
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Area Percent / Library Search Report 



Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquisit'ionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_21 

ASD/KAC 

22 Dec 2010 4:55 


ASD 

69 

DRUGS 

RTE 


10\762169.D 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

U5 

O O 

PK# 

RT Library/ID 

CAS# 

Qual 


3.95 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


Average of 3.927 ld7T027Inin.: 762169.D (-) 
148 


80; 


60 


40 


73 


O 

CM 


51 



63 


41 

! : 

0 

-; 7 . 

jj 

m lz-> 

40 

60 


101 


89 


121 


204 


: 111 131 159 


176 


189 


249 267 


281 


325 343 355 


120 140 160 180 200 220 240 260 280 300 320 3<io 


Abundance 


80 : 


60 


#84039: fmidazo[2,1 -T>}Uiiazo!e, 2,3 : 5 p 6-totrahydro-6-phenyl- 
204 

148 


40 


73 


101 


20 ; 


762169.D 


51 63 

127 

89 

1; 11Z ! 

.137 , ; 

158 

176 

189 

1 

I 


60 

80 100 120140 

160 

180 20C 

220 

240 260 280 300 320 340 


Thu Jan 05 

10 

04:41 2012 

Page 4 


Corbett email PRR 015947 





























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12 21 10\762169.D 
ASD/KAC 

22 Dec 2010 4:55 


ASD 

69 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 

: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

4 

4.74 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 

82 


so: 



60 



40! 


94 

105 

20 42 

55 68 : 

’ j ; 

122 

oUU 

m/z-> 40 

60 80 

100 120 


AveTage of 4.699 to 4.805 min.: 762169X1(-; 


182 


198 


303 


135 1 ° 2 166 j 209 222 242253 


272 


288 


341 355 381 


Abundance 


80: 


82 


J&j U6 200 2 io 240 2^0 2^0 300 320 340 360 306 

#29: COCAINE...... 


182 


60: 


40 > 


94 

105 


20 


42 


55 68 


122 


135 152 166 


198 

i 214 244 259 


272 


303 


m/z~> 40 60 80 100 120 140 160 l60 2C0 220 240 260 280 300 320 340 360 380 

762169.D Thu Jan 05 10:04:41 2012 Page 5 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_21_10\762171.D 
ASD/KAC 

22 Dec 2010 5:23 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance 


TIC: 762171.D 



Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


762171.D 


Thu Jan 05 10:04:47 2012 


Page 1 


Corbett email PRR 015949 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM4\12_21_10\762172.D 
ASD/KAC 

22 Dec 2010 5:36 

COCAINE STD 
ASD 
54 

DRUGS 

RTE 


Abundance 


TiC- 762172.D 


| j 4(72 

i 1500000; j 

; 1000000 ; 


500000 : 


frime-> 2.00 2.50 

3.00 3.50 ' 4.00 4.50 5.00 

5.50 6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret, Time 

Area 

Area % 

Ratio % 

4.725 

1840215 

100.00 

100.00 


762172.D 


Thu Jan 05 10:04:54 2012 


Page 1 


Corbett email PRR 015950 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2 010\SYSTEM4\12__21_10\762172 .D 
ASD/KAC 

22 Dec 2010 5:36 

COCAINE STD 
ASD 
54 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT Library/ID 

CAS# Qual 

1 

4.72 C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 99 

Abundance 

Average of 4.704 to 4.794 rriin.: 762172.D (-) 

82 

i 

80; 

i 182 

. 

60 

i 


1 40 

94 

| 


20 


42 


55 


67 


122 

108 i 135 152 166 


40 60 80 100 120 140 160 


! 198 

i 214 230242 259 
180 200 220 240 2&3 


272 


303 

2 88 [ ( 358 431j 

50 300 320 340 360 380 400 420 i 


Abundance 

82 


#29: COCAINE 

so; 


182 


60 

94 

i 


40' 


! 



i 


20 


42 


O' 

m/z-> 40 


55 68 
60 


108 


122 


198 


272 


303 


152 166 

135 i : 214 244 259 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


762172.D Thu Jan 05 10:04:54 2012 


Page 2 
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District/Unit _ A~( _ 

Name & Rank of Arresting Officer W** 



DEFENDANT'S NAME 


DESCRIPTION OF ITEMS SUBMITTED 


GROSS 

QUANTITY 


GROSS 

WEIGHT 


ANALYSIS 

NUMBER 









Amount: 
No. Cont: 


Subst: SUB 




















PHYSICAL DESCRIPTION: 


mhm/piii 


’kr/t kfd[&kb cawariifMta*, 

/ nAl b™i/JJ\l/i/is7lA/i VO 


Gross Wt {^): Q/s / /-?/ 

Gross Wt VabY tl ff,P% 
MW (/ 

Pkg. VJV./Jj^// 


Net Wt: 


> Q.a9&f _ 

<W e/feyl i.SoiSk 


PRELIMINARY TESTS 


Spot Tests 

Mlcrocrvstalline Tests 


Chloride 


OTHER TESTS 


GC/MS CONFIRMATORY TEST 

f 

RESULTS /] Cfikj A/ 
OPERATOR 

DATE Jilliil _ 


Revised 7/2005 


Corbett email PRR 015955 




















SAMPLE 


No. of samples tested: 5 


AGENCY ANALYST 

Evidence Wt 

/ W&>y 




PRELIMINARY TESTS 
^ Spot Tests 

Cobalt 

Thiocyanate ( ) ~7 


MIcrocrystaHine Tests 


Gold 

Chloride 


Marquis 


TLTA 


Froehde's 


OTHER TESTS 


Mecke's 


PRELIMINARY TEST RESULTS 


RESULTS i% 


DATE 




GC/MS CONFIRMATORY TEST 
RESULTS hcBlAW 
MS 

OPERATOR /KU 


DATE kl\6! 


Revised 7/2005 


Corbett email PRR 015956 



































































PHYSICAL DESCRIPTION: 


Gross Wt (ty* 7 *); Q/</&->O t 



PRELIMINARY TESTS 
Spot Tests 


Cobalt , 

Thiocyanate (fff) -f~ 


Marquis 


Mlcrocrvstalllne Tests 


Gold 

Chloride_"~f" 


TLTA 


itt .ii. 


Froehde's 


OTHER TESTS 













PRELIMINARY TESTS 

Spot Tests Q- Microcrvstalllne Tests 

Cobalt 

Thiocyanate (jJH) ~T 


Go|d L. 
Chloride / 



Corbett email PRR 015959 















# samples tested: 


Gross 

Weight 


Calculations: 


ons: 6emwr fhticHPr Mm 

O.m0,052^0^% 
±0 dJuUr - m} 

Sti U0a r a^ 


,/ fV* 









































Corbett email PRR 015961 





















a 


DRUG POWDER ANALYSIS FORM 


SAMPLE ft 


No, of samples tested; 


AGENCY 15& ff/A/lOtU/ 


ANALYST 


A 


■ a, f 


PHYSICAL DESCRIPTION: > », t \ 

I'l/ih (opi/kultfc/^ W/fflkfi/ltX'/) Q rosg yj\ j y 

0k hh kutfmh fcffa) 

'tMwnwWifc£$?£j 


Gross Wt { ): 




Pkg.Wt:^ 


Net Wt: r l 


PRELIMINARY TESTS 
Spot Tests 


Mlcrocrvstaltine Tests 


Chloride 


OTHER TESTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


MS 

'ERATOR 


DATE 



Revised 7/2005 


Corbett email PRR 015962 





















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\04__12_il\782004 .D 
DCS 

12 Apr 2011 13:09 

BLANK 

1 

DRUGS 

RTE 




Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* * * 


782004.D Wed Jan 04 14:12:11 2012 Page 1 


Corbett email PRR 015963 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\04__12_11\782005 .D 
DCS 

12 Apr 2011 13:22 

HEROIN STANDARD 

5 

DRUGS 

RTE 


Abundance 

400000' 


TIC: 782005.D 


6|54 


300000! 


200000 ; 


iooooo: 


0 


iTime-> 2.00 2.50 3.00 3.50 4,00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.540 

654893 

100.00 

100.00 


782005.D Wed Jan 04 14:12:16 2012 


Page 1 


Corbett email PRR 015964 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_ll\782005.D 
DCS 

12 Apr 2011 13:22 

HEROIN STANDARD 

5 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.54 C:\DATABASE\SLI.L 
HEROIN 


000561-27-3 99 


Abundance 


4:3 


Average of SlOlloBTOAmin.: 782005.D (-) 


80: 


327 


60 


40 


20 


81 


268 


204215 


59 


70 


94 115 


146 


162 


128 

I |h.! ! 


174 

180 


226 


238 253 


284 


310 


298 i 


369 


355 


m/z~> ° 40 60 80 100 120 140 160 180 200 ' 220 240 260 280 300 320 340 360 


Abundance 


: 43 


80: 


60- 


Ui: HEROIN 


268 


327 


40 i ;! 


81 


204 

215 



310 

369 > 

20 i 

0 ■ 

m/z-> 40 

59 

70 

94 115 146 162 

: i28 ; ; 1 174 

184 


226 

238 

253 

284 

298 | 

341 : 1 

60 

8C 

100 120 140 160 180 

200 

220 240 

2fki 

280 

' 300 320 

340 360 

782005 .D 



Wed Jan 04 14:12 

16 

2012 



Page 2 



Corbett email PRR 015965 































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_11\782006.D 
DCS 

12 Apr 2011 13:36 

BLANK 
DCS 
1 

DRUGS 

RTE 


Abundance 


1500 


TfC: 782006.D 


1000 - 


500 




j; 



.,..,...■.... 

:Time~> 2.b0 2.50 3.00 3.50 4,00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


782006.D Wed Jan 04 14:12:22 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\ 
DCS 

12 Apr 2011 


DCS 

7 

DRUGS 

RTE 


04_12_ll\ 7 82007 .D 
13:49 


Abundance . TIC: 782007 0 

; 6)55 

800000i ] 

600000! 


400000i 


200000! 

i Qi 


5.99 

! 

ji 

jj 

fime-> 2.00 2.SO 3.00 3.50 

4.00 4.50 5.00 

sio 6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

5.993 

352308 

18.84 

23.22 

6.549 

1517392 

81.16 

100.00 


782007.D Wed Jan 04 14:12:26 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_11\782 007.D 
DCS 

13:49 

DCS 

7 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.99 C : \DATABASE\PMW_TOX2 . L 

Heroin-M (6-acetyl-morphine) 
Heroin-M (3-acetyl-morphine) 
Naloxone 


059833-14-6 93 
000000-00-0 43 
000465-65-6 12 


Abundance 


80 i 


43 


Average of 5.967 to 6 0/8 min.: 782007.D (•) 


268 


3^7 


60 


40 


20 J 


59 


81 


Ot 


70 

! j 

i •! 


146 


215 


94 US 


162 


105 


128 


204 


; w 


I : ,M 

Ui ' 1 


174 

I 184 : iMi 226 

• J' 194 ,j j, 

Viw 


238 252 


284 


m/z-> 40 50 60 70 80 90 IC0110 120 130140 150 160 170 


298 312 j! 341 j 
330340 . 


Abundance 


#525: Heroin-M (6-ace tyl-riiorpfiine) Pi628 


327 


80 


60 


40 


20 


0 


268 


59 


215 


94 


124 


146 


162 


204 


285 


310 


m/z~> 40 50 60 70 80 90 100110 120 130 140 150 160 170 180 190200210220230240250260270280290300310320330340 


782007.D 


Wed Jan 04 14:12:27 2012 


Page 2 
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Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

D: \SYSTEM4 \ 04_12__11\782007 ,D 
DCS 

12 Apr 2011 13:49 



7 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.55 C:\DATABASE\SLI.L 
HEROIN 


000561-27-3 99 


Abundance 


i 43 


Average of6.50T to 6.623 min : 782007.D (-) 


80 


60 ; 


40 ■ 


20 


0 ; 


327 


268 


369 


310 


81 


59 


70 


94 115 


146 



128 

105 i 

: i . ! 

i IV: i 


162 

I 174 

193 I, 


204 215 

i 


226 


238 253 


284 


298 


: : 341 352 


40 60 80 100 


120 140 160 1^0 200 220 240 260 2^0 300 320 340 360 


Abundance 


#'< HEROIN 


43 


80 


60 


40 


20 


0 


268 


327 ' 



215 

204 

310 

• 


369 

81 





70 1 94 

59 : 

146 162 

128 174 226 

184 238 253 

■ : i.: ; . .. i 

284 

298 

! 341 



nvz~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 34C 360 

782007.D Wed Jan 04 14:12:28 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\04_12_11\782008.D 

Operator : DCS 

Date Acquired : 12 Apr 2011 14:02 

Sample Name : BLANK 

Submitted by : DCS 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance TIC: 782008.D 



Ret. Time Area Area % Ratio % 

* * *NO INTEGRATED PEAKS*** 


782008.D Wed Jan 04 14:12:33 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\04__12__11\782009.D 

Operator : DCS 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 9 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Abundance 

800000- 

600 000-' 


T!C:7S200VD 

6(55 


400000; 

200000 ! 

a 1 ,.,— --—-- 

; Time~> 2,00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 


Ret. Time 

Area 

Area % 

Ratio % 


5.993 

287218 

16.50 

19.76 


6.548 

1453392 

83.50 

100.00 



5.99 j 

1 I! 

i • 

i}“: H 

6.00^ 6.50 7.00 7.50 8.00 8.50 SUM 9.50 


782009.D Wed Jan 04 14:12:38 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\04_12__11\782009 .D 
DCS 

12 Apr 2011 14:16 



9 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Minimum 

Quality: 90 
Quality: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

5.99 

C:\DATABASE\PMWJTOX2.L 

Heroin-M (6-acetyl-morphine) 
Heroin-M (3-acetyl-morphine) 
Naloxone 

059833 

000000 

000465 

-14-6 94 
-00-0 43 
-65-6 38 

Abundance 


Average oT57S67To 6.067 min.: 782009.D (-) 

2(j>8 

327 


80; 


60 


40 


20 ; 


43 


146 


215 


81 


59 70 


94 


115 


105 


128 


162 


174 






! 184 

•i=! : ! 


C fSV. . ; - J —- . . ,., - - -. . 

m/z~> 40 50 60 70 80 90 100110120130140150160170 


204 : 

226 

194 ! 238 252 

i ; r. til ■ ■ .'P| ' ' 


284 


Abundance 


80 


#525; Heroin-M (6-acetyl-morphine) P1628 


312 , 341 

330 340 

327 


60 


40: 


20 . 


59 


94 


124 


146 


215 

I 


162 


204 


268 


285 


310 


m/z-> V 40 50 60 70 80 90 100 110120130 140 150160 170180 190200 210_220230 240 250260270 280 290 300 310 320 33C 340 
782009.D Wed Jan 04 14:12:38 2012 Page 2 
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Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

D:\SYSTEM4\04_12_11\782009.D 
DCS 

12 Apr 2011 14:16 


DCS 

9 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.55 C:\DATABASE\SLI.L 
HEROIN 


000561-27-3 99 


Abundance 


I 43 


Average of 6.496 to 6.638 min.: 782009.D (-)’ 


80: 

60 r 

I 

40 


81 


268 


204215 


146 


327 

j 

i 


310 


369 


2° :! 

0!, , 

59 70 

\ 

: j f i 

94 115 

128 

162 

174 

j. | 

193 , i,. 

226 

238 

253 

284 ; 

298 i 1 

340 352 J, 

rn/z~> 40 

60 80 100 120 l4o 

' 160 

180 

200 

220 

240 

260 

2^0 300 320 

340 ^360 


Abundance 


i 43 


ITT: HEROIN 


80 


60 


268 


327 


40. 


20 . 


204 


215 


81 


59 


70 


94 115 146 162 

128 


174 


184 


226 


310 


369 


782009 ,D 


Wed Jan 04 14:12:39 2012 


238 

253 | 

284 

j 

298 | 

341 

240 

260 

280 

300 320 ' 

340 360 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_11\782010.D 
DCS 

12 Apr 2011 , 14:29 


DCS 

10 

DRUGS 

RTE 


Abundance 

1400000 

1200000 ; 

1000000 . 

aooooo; 

60 oooo; 

400000; 

200000; 

i 

Time~> ° 2.00 2.50 3.00 3.50 4.00 4.50 5.00 


TrC1782010.D 

6156 


6.00 H 

! 

5.Q3 }i 

5.50 6.00 6.50 ' ' 7.00 7.50 8.00 8.50 ' 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


5.929 
5.997 
6.558 


114786 3.81 4.58 

387752 12.89 15.47 

2506499 83.30 100.00 


782010.D 


Wed Jan 04 14:12:45 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_11\782010.D 
DCS 

12 Apr 2011 14:29 


DCS 

10 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5,93 C:\DATABASE\NIST98.L 

Morphinan-6-ol, 7,8-didehydro-4,5-e 006703-27-1 99 

Acetylcodein 1000153-00--2 99 

Morphinan-6-ol, 7,8-didehydro-4,5-e 006703-27-1 98 


Abundance 


80 


60: 


43 


40 i| 59 


81 


20; 


OLrW.,71 


70 


94 


Average 015.897 to 5.960 mtn.: 782010.D (-) 


229 


124 


162 


204 


152 


141 


105 


111 1 : 


188 


214 


175 


240 


282 


253 


266 


298 


341 


327 


310 


m/z~> 40 50 60 70 80 90 100110 


1201301401501601701& 1902^0 2102^0 2$<j 240 250 2^0270 280 290 300 i \0 320 330 340 | 


Abundance 


#128780: Morphinan-6 : dl,T,B-dictehydrd-4,5-epoxy-3-meTIioxy-1 


341 


80: 


60 ! 


40: 


20: 


282 


229 


43 


204 

214 


59 81 04 

70 


105 


115 162 

152 188 

128 141 ■ 175 : 


240 


266 


298 


250 


312 


326 


m lz-> 40 50 60 70 80 90 ICO 110 120 130 140 15016C 170180 190200210220230240250260270280290300310320330340 


782010 . D 


Wed Jan 04 14:12:46 2012 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_ll\782010.D 
DCS 

12 Apr 2011 14:29 


DCS 

10 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


2 

6.00 

C:\DATABASE\PMW T0X2.L 





Heroin-M 

(6 -acetyl-morphine) 

059833-14-6 

94 



Heroin-M 

(3-acetyl-morphine) 

000000-00-0 

43 



Naloxone 

AC 

000000-00-0 

12 


Abundance Average of 5.960 (o 6.072 min.: 782010.D (-) 

; 268 327 


80 j 

43 

60 ; 


40 ;! 

20 J 

; 0. ,t 

m iz-> 40 


146 215 

81 115 I 

I 


j 94 

59 70 | 

1 

128 

162 

174 

204 

j | 




;! ; 105 

l,ill lIM h;- 

; , ,;ii 

1 :: iilj. 

- ! 

184 

194'.,: 

226 

238 252 

284 

298 312 

341 355 

60 80 100 120 

140 ' 

160 

180 

20 0 

220 240 260 

280 

300 3^0 

340 


Abundance 


80' 


77525: TTeroin-M ( 6 -acetyl-morphine) PI628 


327 


60: 


401 


59 


215 


268 


; 20 - 


94 

124 

146 

162 

204 


j 

285 





i 

j 


j . !j 



310 


0 





5 1 ;. ; ■; f • : 

, . , j ,1 H ; : 





Wz-> 40 

60 

80 100 

120 

140 

160 180 

200 220 

240 

260 

280 30o 320 

340 


782010.D Wed Jan 04 14:12:46 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_ll\782010.D 
DCS 

12 Apr 2011 14:29 


10 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C : \ DATABAS E \ PM W__TOX 2 . L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


3 6.56 C:\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 

: 43 



80; 



60 ; 



40; : 


81 

20 ! j'j 

59 

70 1 94 115 

: 

128 

j i 


: 105 If 

0 I ■ 

.Ul. : ; ■ 


m/z~> 40 

60 

80 100 120 


Average of 6.505 !o 6.632 mm : 7820T0.D ( : ) 


268 


204 


215 


146 


162 


174 


1 99 ft 

194 ! ,238 263 


284 


298 


327 


310 


369 : 


! 340 354 


Abundance 


4:3 


80 


60 


#1: HEROIN 


268 


327 


40 


20 : 


Ov 


81 


59 


70 


94 


115 146 

128 


162 


204 


215 


174 


226 


193 


238 253 


284 


310 


298 


341 


369 


m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


782010 .D 


Wed Jan 04 14:12:47 2012 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_11\782011.D 
DCS 

12 Apr 2011 14:43 


DCS 

11 

DRUGS 

RTE 


Abundance TIC: 7820T1.D 

: 1200000: 6 I 55 

: ioooooo 
800000: 

600000! 

400000; 

! 200000 

[Time—> ° 2.00 2.50 3.00 3.50 4,00 4.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.990 

239511 

10.35 

11.54 

6.551 

2075531 

89.65 

100.00 


5.99 |j 

, j • ;! i 

5430 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


782011.D 


Wed Jan 04 14:13:50 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


D:\SYSTEM4\04_12_11\782011.D 

DCS 

12 Apr 2011 14:43 


DCS 

11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 5.99 

C : \DATABASE\ PMW__TOX2 . L 

Heroin-M (6-acetyl-morphine) 

059833-14-6 

95 


Heroin-M (3-acetyl-morphine) 

000000-00-0 

46 


Morphin 2AC ® 

000561-27-3 

17 

Abundance 

Average of5T964 to 6.032 mm.: 782011 ,D (-) 

268 

327 


80 


43 


60 


40- 


20 


146 


215 


59 70 


81 94 1« 124 


105 i3 4 

. I: i : 


162 


0 . 

Wz~> 40 50 60 
Abundance 


80 


174 204 

184 193 ' 1 


226 


284 


70 80 OcTToO lib 120 130 140 150160 170 180 190260210220 2^0240 250 2602/0280290 300 310 320 330 


238 253 

Dl! 


299 312 


#52"5:T[er6in-M (6-acelyl-mopifne) P1628 


327 


60: 


40 


20 = 


268 


59 


215 


94 


124 


146 


162 


204 


285 


310 


m iz-> ^ 40 50 60 /0 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 3C0 310 320 330 
782011.D Wed Jan 04 14:13:50 2012 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM4\04_12_ll\782011.D 

DCS 

14:43 

DCS 

11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 6.55 C:\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 


43 


so: 


Average of 6.503 fo 6.646 min.: 7S2UT17D (-) 


327 


60: 


40 : 


20 


81 


204 215 


59 


70 


94 U5 

i 128 


146 


162 


174 


268 



: ! i 


105 ■ 

i I! kj.ii'j,. 

185 ,,.j, 

. 226 

i. , i ’ 

238 

253 i 

40 

60 

80 

100 120 140 

160 180 200 

220 

240 

260 


310 


284 


298 


369 : 


352 


Abundance 


43 


WT: HEROIN 


80; 


60; 


40: 


20 , 


0 


81 


59 


70 


94 115 146 162 

128 


174 


268 


184 


327 


m/z~> 40 60 


782011 .D 


204 

215 



310 


1 

: 226 
: | 238 

ji • i ; 

253 

284 

298 : ! 

341 

200 

220 240 

26G 

280 

3<io 320 

340 

51 

2012 



Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_ll\782013.D 
DCS 

12 Apr 2011 15:09 

BLANK 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


782013.D 


Wed Jan 04 14:13:59 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_11\782 014.D 
DCS 

12 Apr 2011 15:23 

HEROIN STANDARD 

14 

DRUGS 

RTE 




110:782014 D 

6|54 


500000 : 

400000; 

300000: 

200000 

100000 


; o 

!lime-> 2.00 2.50 

300 3.50 4.00 4.50 5.00 

5.50 6.00 

'<3.50 7.00 7.50 8.00 8.50 9.00 9.50 J 

Ret. Time 

Area 

Area % 

Ratio % 

6 .543 

911362 

100.00 

100.00 


782014.D 


Wed Jan 04 14:14:05 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_11\782014.D 
DCS 

12 Apr 2011 15:23 

HEROIN STANDARD 

14 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.54 

C:\DATABASE\SLI.L 

HEROIN 

000561-27-3 

99 


Abundance 

43 



so: 




i 60' 




40 



81 

20 


59 

70 : 

0 



J ; U 

m/z-> 

40 

60 

80 

Abundance 

4:3 




Average of6,49!> lo 6.649 rilin'.: 782014.D' (-) 


268 


204 


215 


94 115 


146 


162 


128 


174 


104 


184 


i' 


226 


238 253 


327 


310 


284 
j 295 


369 


340 354 


160 180 260 220 240 260 280 300 320 340 360 

#T: HEROIN 


80 


60- 


40 ' 


20 


204 


215 


81 


59 


70 


94 115 146 162 

128 


174 


226 


268 


193 


238 253 


284 


298 


327 


310 


341 


369 


m/z~> 40 60 80 100 120 140 ICO 180 200 220 240 260 280 300 320 340 360 


782014.D 


Wed Jan 04 14:14:05 2012 


Page 2 


Corbett email PRR 015983 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_ll\782015.D 

DCS 

12 Apr 2011 15:36 

BLANK 

1 

DRUGS 

RTE 


Abundance 


TIC 782015D 


1500 i 


loom 


500 <; 


iiili 


1 


m 


jPilfl I 

'Mill 1 ! >' 


ittlllllilliilkiii! 


;! J.is 


Ip! 


U’-WlflP 


I' 


!i‘ 


iii! 




.LM Till 
1 


U I 

,i , ,t,u>j&itr 

rpinie—> ° 2.00 2.50 3.00 3.50 4.00 4,60 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 0.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* * * 


782015.D Wed Jan 04 14:14:09 2012 Page 1 


Corbett email PRR 015984 














Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth: 
Integrator : 


from Data File: 

D:\SYSTEM4\04_12_11\782016.D 
DCS 

12 Apr 2011 15:49 

COCAINE STANDARD 


16 

DRUGS 

RTE 


Abundance 
1200000 . 
1000000 ' 
800000 
600000 
400000' 
200000 ' 

0 ~ 

:Time--> 2.00 


TfC:T820T6TD 

4,68 

| 


2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.0O 6.50 7.00 ' 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.681 

1230217 

100.00 

100.00 


782016.D 


Wed Jan 04 14:14:14 2012 


Page 1 


Corbett email PRR 015985 









Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\04_12__ll\782 016 . D 
DCS 

12 Apr 2011 15:49 

COCAINE STANDARD 

16 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.68 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


82 


Average of 4.65STo 4.760 min : 7820'6.D (-) 


80 


182 


60 


40' 


42 


20 . 


0r,L 


51 


94 


105 


67 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 2^0 230 240 250 260 270 280 290 300 


122 


135 


152 166 


198 


303 


207 222 242 260 


272 


288 


m !z-> 


Abundance 


82 


#29: COCAINE 


80 


60 


182 


40- 


94 


105 


20 : 


42 


51 


68 


122 

114 155 


152 166 


198 


214 


244 259 


272 


303 


m/z—> 4C 50 GO 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


782016.D Wed Jan 04 14:14:14 2012 


Page 2 


Corbett email PRR 015986 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_11\782017.D 
DCS 

12 Apr 2011 16:03 

BLANK 
DCS 
1 

DRUGS 

RTE 


Abundance TIC: 782017 D 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


782017.D 


Wed Jan 04 14:14:20 2012 


Page 1 


Corbett email PRR 015987 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM4\ 
DCS 

DCS 

18 

DRUGS 

RTE 


04__12_11\782018 .D 
16 :16 


Abundance 

3000000; 

2500000' 

' 2000000 : 


4}69 


T!C: 782018. D 


1500000- 

1000000 

500000 


2.00 


0h4 -r~-- 

Time--> 2.00 2.50 

3.00 3.^0 4.00 4.50 5.00 

5.5cT 6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

1.999 

222236 

6.03 

6.42 

4.691 

3462069 

93.97 

100.00 


782018.D Wed Jan 04 14:14:24 2012 


Page 1 


Corbett email PRR 015988 









Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

D:\SYSTEM4\04 
DCS 

12 Apr 2011 


DCS 

18 

DRUGS 

RTE 


_12_11\782018 .D 
16:16 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.00 

C:\DATABASE\PMW_TOX2.L 




Cocaine-M/artifact -H20 

000000-00-0 96 



Metipranolol-M/artifact AC 

000000-00-0 35 



MDA-M {desmethylenyi-methyl-) ME 

@ 000000-00-0 35 


Abundance 


80 


60 


Average of 1 982 to 2 084 min . 7820T87D (-) 


152 


40; 


20 ; 


42 


82 


51 57 


77 


65 


0 : 


; 70 


91 


103 


122 


138 


96 


108 


115 


131 


147 j 


181 


166 


m/z--:> 40 45 50 55 60 65 70 76 80 85 90 95 100105110 115120 125130 135140145 150155160 165170 175 180 185 

Abundance #3574: Cocaine-M/artifacT -H2CT P753 

1^2 


80; 


60. 


40 


181 


2b 

82 

1 

94 

106 

122 

138 

[ f 166 


0 •-- 

_...-V-i j-r 

f 1 

i 5 ; - p- - - 

l j : 

\ | 




m/z-> 40 45 50 55 60 65 70 75 80 85 90 95 100105110115120125130135140145150155160165170175180185 


782018.D Wed Jan 04 14:14:24 2012 Page 2 


Corbett email PRR 015989 





























Area Percent / Library Search Report 


Information from Dqta File: 

File Name : D:\SYSTEM4\04_12_ll\782018.D 

Operator : DCS 

Date Acquired : 16:16 

Sample Name : HH9MHMHI 

Submitted by : DCS 

Vial Number : 18 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW T0X2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

4.69 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 


80 


82 


Average7>T4.654 to 4.776 min.:782018.D (-) 


182 


60; 


40 i 


20i 


: 42 


51 


94 


105 


122 


198 


131 140 152 166 


272 


208 222 242 259 


288 


303 


68 | | Hf ; 

m / Z -> ° 40 50 60 70 80 90 100 110 120 ’30 140 150 160 170 180 190 200 210 220 230 240 250 260 270 2&0 290 3b0 


Abundance 


82 


#29: COCAINE 


80 - 


60- 


40- 


20 : 


0 


42 


51 


68 


94 


105 


182 


122 

1!4 135 


152 166 


198 


214222 244 259 


272 


303 


nVz~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 360 

782018.D Wed Jan 04 14:14:25 2012 Page 3 


Corbett email PRR 015990 


























Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_ll\782 019 . D 
DCS 

12 Apr 2011 16:30 

BLANK 
DCS 
1 

DRUGS 

RTE 


Ahiinrlanra TIC: 782010.D 



Ret., Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


782019.D 


Wed Jan 04 14:14:30 2012 


Page 1 


Corbett email PRR 015991 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_11\782020.D 

DCS 

12 Apr 2011 16:43 

DCS 

20 

DRUGS 

RTE 


Abundance 1*0:782020.0 

4169 

| 2500000: 

i j 

1 2000000i 

: 

1500000! 

lOOOOOOi 

500000; ' 


u , , . • •• 

Time-~> 2.00 2.50 

3.00 3,50 4.00 4.50 5.00 

5.50 

6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret.. Time 

Area 

Area 

o, 

'o 

Ratio % 

4.689 

3119599 

100 . 

00 

100.00 


782020.D 


Wed Jan 04 14:14:33 2012 


Page 1 


Corbett email PRR 015992 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04 
DCS 

12 Apr 2011 


DCS 

20 

DRUGS 

RTE 


_12_11\782020 .D 
16:43 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 9 0 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.69 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 


82 


Average of 4.6571o 4.784 min.; 782020'D (-) 


80 


60 J 


182 


40; 


94 


105 


20 ! 


42 


51 


m/z-> 


68 

1 ... 

40 50 60 70 


122 


80 9C 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 2^0 300 


135144 


152 166 




198 


207 222 


244 259 


272 


303 


282 294 


Abundance 


#29: COCAINE 


82 


so: 


60- 


182 


40- 


94 


105 


20 - 


0 


42 


51 


68 


122 


114., 


135 152 ? 66 


198 


214222 


244 259 


272 


303 


m/z— > 40 50 6C 70 80 90 100 110 120 130 140 150 16C 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


782020.D Wed Jan 04 14:14:34 2012 


Page 2 


Corbett email PRR 015993 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_11\782021.D 
DCS 

12 Apr 2011 16:57 


DCS 

21 

DRUGS 

RTE 


Abundance 

; 2000000 
: 1500000! 
1000000 ; 


TIC: 782021.D 


4168 


500000; 


12.00 
0—r 


0-r-, - ,-,-i... r 

Time— > 2.00 2.50 3.00 

3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 7.00 7.50 8.00 8.50 9.00_ 9.50. 

Ret. Time 

Area 

Area % 

Ratio % 

1.997 

100857 

3.81 

3.96 

4.684 

2549743 

96.19 

100.00 


782021.D Wed Jan 04 14:14:59 2012 


Page 1 


Corbett email PRR 015994 










Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


File: 

D:\SYSTEM4\04 
DCS 

12 Apr 2011 

21 

DRUGS 

RTE 


from Data 


_12__ll\782 021 , D 
16 : 57 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.00 

C:\DATABASE\PMW_TOX2.L 
Cocaine-M/artifact -H20 

Vanillin AC 

Metipranolol-M/artifact AC 

000000-00-0 97 
000000-00-0 25 
000000-00-0 9 

Abundance 


Average of 1 .960 to 2.092 min.: 78202TTD (-) 

162 

80 




60 




40 



i i 

20, 

42 

82 122 

181 | 

147 i 


0 


51 57 


65 


77 


! :70 


91 


103 


138 


96 


108 


131 


166 


, ; j i 


m/ ? ~> 40 45 50 55 60 65 70 75 80 85 90 95 100105110 115 120 125130 135 140 145 150 155 160 1^5 170 175 180185 

Abundance #3574: Cocaino-M/artifact -H20’ "P753' 

152 


80: 


60; 


40 : 


20 : 


82 


122 


94 


106 


138 


0 


166 


181 


m/z-> 40 45 50 55 60 65 70 75 80 85 90 95 100105110115120125130135140145150155160165170175180185 


782021 .D 


Wed Jan 04 14:15:00 2012 


Page 2 


Corbett email PRR 015995 


























Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\04_12_11\782021.D 

Operator : DCS 

Date Acquired : 12 Apr 2011 16:57 

Sample Name : 

Submitted by : DCS 

Vial Number : 21 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries; C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4.68 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D : \SYSTEM4 \ 04_12__11\7 82 022 . D 
DCS 

12 Apr 2011 17:10 

BLANK 
DCS 
1 

DRUGS 

RTE 


Abundance 

2000 - 


1500 ; 


1000 ; 


500; 


TICT782022.D 


!ii 


i ill 


Ii r 

! .J.l.l.fe' 

Oili 




r s i 


if 1 ' 


ii 





{' 1 !! 





‘f p!l 
I 



if ,y,i "■ 


jif'i 


nw 


■; i 


Tlme-> 2.00 


mr 


.ll. . |... . ... i . . . r-r., .., .• ■ . I"-* ■ ■ : . r: 

2.50 3.00 3.50 4.00 4.50 5,00 5.50 6.00 6.50 7.00 7.50 8.00 8,50 9.00 9.50 


Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* * * 


782022.D Wed Jan 04 14:15:15 2012 


Page 1 


Corbett email PRR 015997 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\ 
DCS 

12 Apr 2011 


23 

DRUGS 

RTE 


04_12_11\782023 .D 
17:23 


Abundance TIC 782023.0 

4J69 

3000000; 

! : i 

2500000j j 

: 2000000 : 

! 1500000 

I 1000000; 

500000- j 


Time-> 2.00 2.50 

3.00 3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

1.994 

113529 

2.90 

2.98 

4.691 

3804581 

97.10 

100.00 


782023.D 


Wed Jan 04 14:15:20 2012 


Page 1 


Corbett email PRR 015998 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\ 
DCS 

12 Apr 2011 


DCS 

23 

DRUGS 

RTE 


04__12_11\782023 .D 
17 : 23 


Search 

Libraries: C:\DATABASB\SLI.L 

C:\DATABASE\PMW T0X2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1.99 C:\DATABASE\PMW_TOX2.L 

Cocaine-M/artifact -H20 
Metipranolol-M/artifact AC 
MDA-M (desmethylenyl-methyl-) 


ME 


000000 

-00-0 

97 

000000 

-00-0 

32 

@ 000000 

-00-0 

28 


Abundance 


8(1 


60 


Average of 1 -973 to 2.079 min.: 782023.D (-) 


152 

i 


40- 

20 i 
0 ; 

m/z-> 

Abundance 

80 

60 

40 

20 - 


42 


82 


122 


57 


94 


51. 


65 77 

: 70 


89 


106 


138 


166 


117 


131 


147 

1:1 


181 


40 45 50 55 60 65 70 75 80 85 90 95 100 105110 115120 125130 135 140 145150155 160 165170 175 180 185 

#3574: Cocaine-M/artifact -H20' P753 

152 


181 


82 


122 


94 


106 


138 


166 


0 .. 


m/z--> 


40 45 50 55 60 65 70 75 80 85 90 95 100 105 110 115 120125 130 135140 145 150 155 160 165 170 175 180 185 


782023 .D 


Wed Jan 04 14:15:20 2012 


Page 2 


Corbett email PRR 015999 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_11\782023.D 
DCS 

12 Apr 2011 17:23 


DCS 
23 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4.69 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


82 


Average of 4,654 to 4.707 min.: 782023,0 {-) 


80 


60- 


40 


182 


94 


105 


20 - 


0 


42 


51 


67 


122 


138 1 '2 166 


198 


303 


272 


207215 230 242 259 


289 


m/z—> 40 50 60 70 80 90 100 110 120 130 140 150 100 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


Abundance 


80 


82 


#29: COCAINE 


182 


60 


40 


94 


105 


20 . 


42 


51 


68 


272 


303 


122 198 

; 114 : 135 5 1(56 214222 244 259 

rr/z-> ° 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 2&j 270 280 290 300 


782023 ,D 


Wed Jan 04 14:15:21 2012 


Page 3 


Corbett email PRR 016000 

















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4\04_12__ll\782024 ,D 
DCS 

12 Apr 2011 17:37 

BLANK 
DCS 
1 

DRUGS 

RTE 


Abundance 

2000 ; 


1500; 

1000 ; 

1 

l 

500;! 

: / 4 V( 

0 : - 7 

Tlme-> 2.00 


TIC; 782024.D 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* ** 


782024.D Wed Jan 04 14:15:26 2012 Page 1 


Corbett email PRR 016001 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_11\782025.D 
DCS 

12 Apr 2011 17:50 

B11-02958 
DCS 
25 

DRUGS 

RTE 


Abundance 
2000000 : 


4)68 


TiC: 782025.D 


1500000: 

1000000 i 

500000- 


0 


Time~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7 


fio" 


8.00 


8.50 9.00 9 


.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.682 

2164539 

100.00 

100.00 


782025,D 


Wed Jan 04 14:15:29 2012 


Page 1 


Corbett email PRR 016002 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \SYSTEM4 \ 04__12_11\782 02 5 .D 
DCS 

12 Apr 2011 17:50 


DCS 

25 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.68 

C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 

99 


Abundance 


80: 


8 ? 


Average of4.65Blo 4.767min.: 782025.(1(-) 


182 


60. 


40 


20 


42 


51 


67 


94 


105 


122 


198 


303 


272 

242 259 i 288 


( ; _ 135 166 : 207215 _ 

m!z~> ° 40 50 60 70 SO 90 100 110 120 130 140 150 160 170 ISO 190 200 210 220 230 240 250 260 270 280 290 300 


Abundance 


82 


#29 COCAINE 


80: 


60: 


40; 


20 . 


0 


42 


51 


68 


94 


105 


182 


122 


114 ,,! 135 


152 166 


198 


214222 244 259 


272 


303 


40 GO 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 
782025.D Wed Jan 04 14:15:30 2012 Page 2 


Corbett email PRR 016003 

























Area Percent / Library Search Report 


Information from Data Pile 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\04_12_ll\782037.D 

DCS 

12 Apr 2011 20:30 

BLANK 

1 

DRUGS 

RTE 


Abundance TIC: 782037.D 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


782037.D 


Wed Jan 04 14:15:45 2012 


Page 1 


Corbett email PRR 016004 


















Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

D:\SYSTEM4\04 12 il\782038.D 

Operator : 

DCS 

Date Acquired : 

12 Apr 2011 20:44 

Sample Name : 

COCAINE STANDARD 

Submitted by : 


Vial Number : 

38 

AcquisitionMeth: 

DRUGS 

Integrator : 

RTE 


Abundance 

1200000: 

4j68 

TiC:782038.D 

1000000 

I 

1 



800000 

1 



; 600000 




400000 




200000 

0 -- ; 

; Time--> 2.00 2.50 




3.00 3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 7.00 7.50 ' 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

4.679 

1261643 

100.00 

100.00 


782038.D 


Wed Jan 04 14:15:48 2012 


Page 1 


Corbett email PRR 016005 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D : \ SYSTEM4\04__12__11\78203 8 . D 
DCS 

12 Apr 2011 20:44 

COCAINE STANDARD 

38 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.68 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abunlanee 


80 


82 


Average of 4.658 to 4.763 min.: 782038.D (-) 


182 


60 i 


40. 


94 


105 


: 42 


20 ; 


0 


51 



67 



..yj.r... 

.-Is;-!:!* 
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